
Billing Address: 



WDAF 

3030 Summit St 
Signal Hili 

Kansas City, MO 64108 
Main: (816)753-4567 
Billing: 



Page 1 of 2 



Invoice # 


invoice Date 


Invoice Month 


Invoice Period 


572343-1 


09/30/12 


September 2012 


08/27/12- 09/05/12 



Station 


Account Executive 


Sales Office 


Sales Region 


WDAF 


Dan Driscoi! 


Washington DC 


National 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON FOR GOV 





Campaign Group 
Attention: Accounts Payable 
1600 Locust Street 
Philadelphia, PA 19103 



Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Ffiaht Dates 


Order # 


Alt Order # 


09/04/12-09/05/12 


572343 


09809644 



Special Handling 



Biinq Calendar 


Biiiinq Type 


Broadcast 


Cash 



IDB# 


Advertiser Code 


Product Code 




NW80 





Aqencv Ref 


Advertiser Ref 







Spots/ 



Line Start Date 


End Date Description Start/End Time 


MTWTFSS 


Length Week 


Rate 


Type 




1 09/04/12 


09/05/12 9-930p 9~930p 


-TW 


:30 2 


$750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 












09/03/12 09/09/12 -TW 2 


S750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 






Rate Type 


1 4 


Tu 09/04/12 9:13PM9-930p 


9-930p 


:30 nix1203dyn 






$750.00 NM 


2 4 


W 09/05/12 9:08 PM 9-930p 


9-930p 


:30 NIX1203DYN 






$750.00 NM 




2 09/04/12 


09/05/12 M-F 10-1030p 10-1030p 


-TW 


:30 2 


$750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/03/12 09/09/12 -TW 2 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


Tu 09/04/12 10:13 PM M-F 10-1 030p 


10-1030p 


:30 nix1203dyn 






$750.00 NM 


2 4 


W 09/05/12 10:14 PM M-F 10-1030p 


10-1030p 


:30 NIX1203DYN 






$750.00 NM 




3 09/04/12 


09/05/12 M-F6-7a 6-7a 


-TW 


:30 2 


$450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 












09/03/12 09/09/12 -TW 2 


$450.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 






Rate Type 


1 4 


Tu 09/04/12 6:25AMM-F6-7a 


6~7a 


:30 NIX1203DYN 






$450.00 NM 


2 4 


W 09/05/12 6:55 AM M-F 6-7a 


6-7a 


;30 NIX1203DYN 






$450.00 NM 




4 09/04/12 


09/05/12 7-8a 7-8a 


-TW 


:30 2 


$450-00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/03/12 09/09/12 -TW 2 


$450.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


Tu 09/04/12 7:07AM7-8a 


7-8a 


:30 nix1203dyn 






$450.00 NM 


2 4 


W 09/05/12 7:13AM7-8a 


7~8a 


:30 NIX1203DYN 






$450.00 NM 



We warran! that the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts that impermissibly discriminate on Ihe basis of race or 
ethnicity. This non-discrimination provision is a condition of each advertising sales contract with this station, whether verbal or written 
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Send Payment To; 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


572343-1 


09/30/12 


September 2012 


08/27/12- 09/05/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON FOR GOV 





Spots/ 



Line Start Date 


End Date 


Description Start/End Time 


MTWTFSS 


Length Week 


Rate Type 




5 09/04/12 


09/05/12 


8-9a 8-9a 


-TW 


:30 2 


$450.00 NM 




Weeks: 


Start Date 


End Date MTWTFSS Spots/Week 


Rate 










09/03/12 


09/09/12 -TW 2 


$450.00 








Spots: # Ch 


Day Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


Tu 09/04/12 8:16AM8~9a 


8-9a 


;30 NIX1203DYN 




$450.00 NM 


2 4 


W 09/05/12 8:28AM8~9a 


8-9a 


:30 NIX1203DYN 




S450.00 NM 



6 09/04/12 


09/05/12 5-530pp 5-530p 


-TW 


:30 2 $450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/03/12 09/09/12 -TW 2 


$450.00 








Spots: # Ch 


Day Air Date Air Time Description 


Start/End Time 


Lenqth Ad-iD 




Rate Type 


2 4 


Tu 09/04/12 5:05 PM 5-530pp 


5-530p 


:30 NIX1203DYN 




$450.00 NM 


1 4 


W 09/05/12 5:15PM 5-530pp 


5-530p 


:30 nxx!203dyn 




$450.00 NM 



7 09/04/12 


09/05/12 530-6p 530~6p 


-TW 


:30 2 $450.00 NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 








09/03/12 09/09/12 -TW 2 


$450.00 






Spots: # Ch 


Day Air Date Air Time Descriotion 


Start/End Time 


Lenqth Ad-ID 


Rate Type 


2 4 


Tu 09/04/12 5:53PM530-6p 


530-6p 


:30 nix1203dyn 


$450-00 NM 


1 4 


W 09/05/12 5:54 PM530-6p 


530-6p 


;30 NIX1203DYN 


$450.00 NM 




8 09/04/12 


09/05/12 930-tOp 930-10p 


-TW 


:30 2 $750.00 NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 








09/03/12 09/09/12 -TW 2 


$750.00 






Spots: # Ch 


Day Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 


Rate Type 


1 4 


Tu 09/04/1 2 9:43 PM 930-1 Op 


930-1 Op 


;30 NIX1203DYN 


$750.00 NM 


2 4 


W 09/05/1 2 9:39 PM 930-1 Op 


930-1 Op 


;30 NIX1203DYN 


$750.00 NM 








Total Spots 


16 Gross Total 


$9,000.00 



Payment Terms 30 Days 

A gency Commission $1,350.00 
Net Amount Due $7,650.00 



We warrant that the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity This non-discnmination provision is a condition of each advertising sales contract with this station, whether verbal or written. 



INVOICE 
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WDAF 

3030 Summit St. 

Signal Hill 

Kansas City, MO 64108 
Main: (816)753-4567 
Billing: 



Billing Address: 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


573002-1 


09/30/12 


September 2012 


08/27/12- 09/10/12 



Station 


Account Executive 


Saies Office 


Sates Reqion 


WDAF 


Dan Driscoll 


Washington DC 


National 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON 4 GOVERNOR 





Campaign Group 
Attention: Accounts Payable 
1600 Locust Street 
Philadelphia, PA 19103 



Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Special Handling 



Fliqht Dates 


Order # 


Alt Order # 


09/06/12-09/10/12 


573002 


09811426 



Billing Calendar 


Billing Tvoe 


Broadcast 


Cash 



IDB# 


Advertiser Code 


Product Code 




NW80 





Agency Ref 


Advertiser Ref 







Spots/ 



Line Start Date 


End Date 


Description Start/End Time 


MTWTFSS 


Length Week 


Rate 


Type 




1 09/06/12 


09/07/12 


9-930p 9-930p 


TF-- 


:30 1 


S750.00 


NM 




Weeks: 


Start Date 


End Date MTWTFSS Soots/Week 


Rate 












09/03/12 


09/09/12 — TF— 1 


S750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


Th 09/06/1 2 9:14 PM 9-930p 


9-930p 


:30 NIX1203DYN 






$750.00 NM 




2 09/10/12 


09/1 0/12 


9-930p 9-930p 


M 


:30 1 


$750.00 


NM 




Weeks; 


Start Date 


End Date MTWTFSS Soots/Week 


Rate 












09/10/12 


09/16/12 M 1 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Length Ad-ID 






Rate Type 


1 4 


M 09/10/12 9:22 PM9-930p 


9-930p 


:30 NIX12Q3DYN 






$750.00 NM 



3 09/06/12 


09/07/12 M-F 10-1030p 10-1030p 


---TF— 


:30 1 $750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/03/12 09/09/12 — -TF— 1 


$750-00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


F 09/07/12 10:12 PMM-F 10-1030p 


10-1030p 


:30 NIX1203DYN 




$750.00 NM 



4 09/10/12 


09/1 0/1 2 M-F 1 0-1 030p 1 0-1 030p 


M 


:30 1 


$750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS SpotsA/Veek 


Rate 












09/10/12 09/16/12 M 1 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Length Ad-ID 






Rate Type 


1 4 


M 09/10/12 10:08 PM M-F 1 0-1 030p 


10-1030p 


;30 NIX1203DYN 






$750-00 NM 




5 09/06/12 


09/07/12 M-F6-7a 6~7a 


TF-» 


:30 2 


$450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS SpotsAA/eek 


Rate 












09/03/12 09/09/12 — TF— 2 


$450.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Length Ad-ID 






Rate Type 


1 4 


Th 09/06/12 6:16AMM-F6-7a 


6-7a 


:30 NIX1203DYN 






$450-00 NM 


2 4 


F 09/07/12 5:58AMM-F6-7a 


6-7a 


;30 NIX1203DYN 






$450.00 NM 



We warrant that the actual broadcast information shown on this invoice was taken from the program log. LocaiTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non-discrimination provision is a condition of each advertising saies contract with this station, whether verba! or written. 




Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, 1L 60677-3006 



Page 2 of 4 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


573002-1 


09/30/12 


September 2012 


08/27/12- 09/10/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/WIO/Governor 


JAY NfXON 4 GOVERNOR 





Line Start Date End Date Description Start/End Time MTWTFSS 

_________ 09/Q7/12 — ^ — g - — TF— 

Weeks: Start Date End Date MTWTFSS Spots/Week Rate 
09/03/12 09/09/12 — TF— 2 $450.00 
Spots: # Ch Day Air Date Air Time Description Start/End Time 
1 4 Th 09/06/12 7:38AM7-8a 7-8a 
2 4 F 09/07/12 7:42 AM 7-8a 7-8a 

7 09/06/12 09/07/12 8^9a 8Sa — TF— 

Weeks: Start Date End Date MTWTFSS Spots/ Week Rate 
09/03/12 09/09/12 — TF— 2 $450-00 
Spots: # Ch Day Air Date Air Time Description Start/End Time 
14 Th 09/06/12 8:46AM8-9a 8-9a 
2 4 F 09/07/12 8:58AM8-9a 8-9a 

8 09/09/12 09/09/12 9-930p 9-930p S 

Weeks: Start Date End Date MTWTFSS Spots/Week Rate 

09/03/12 09/09/12 S 1 $750.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time 
14 Su 09/09/12 9:26 PM9-930p 9-930p 

9 09/08/12 09/08/12 7^8a 7^8a S- 

Weeks: Start Date End Date MTWTFSS Spots/Week Rate 

09/03/12 09/09/12 S- 1 $375.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time 
1 4 Sa 09/08/12 7:15 AM7-8a 7-8a 

10 09/08/12 09/08/12 (£§_ 8^9a S- 

Weeks: Start Date End Date mtwfss Spots/Week R_tl 

09/03/12 09/09/12 S- 1 $375.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time 
1 4 Sa 09/08/12 8:08 AM8-9a 8_9a 

11 09/09/12 09/09/12 7^8_ T^Sa S 

Weeks: Start Date End Date MTWTFSS Spots/Week Rate 

09/03/12 09/09/12 S 1 $150.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time 
1 4 Su 09/09/12 7:14 AM7-8a 7-8a 

12 09/09/12 09/09/12 8^9a 8^9a S 

Weeks: Start Date End Date ________ Spots/Week Rate 

09/03/12 09/09/12 S 1 $150.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time 
14 Su 09/09/12 8:07AM8-9a 8-9a 

13 09/09/12 09/09/12 FOX News Sunday 9a-10a s 

Weeks: Start Date End Date mtwjfss Spots/Week Rate 

09/03/12 09/09/12 S 1 $150.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time 

14 Su 09/09/12 9:59 AM FOX News Sunday 9a-10a 



Spots/ 
Length Week 



Rate Type 



:30 



$450.00 NM 



Length Ad-ID 

;30 NIX1203DYN 
:30 NIX1203DYN 



Rate Type 
$450.00 NM 
$450.00 NM 



.30 



$450.00 NM 



Length Ad-ID 

:30 NIX1203DYN 

;30 NIX1203DYN 



Rate Type 
$450.00 NM 
$450.00 NM 



:30 



1 



$750.00 NM 



Length Ad-ID 

;30 NIX1203PYN 



Rate Type 
$750.00 NM 



:30 



$375.00 



NM 



Length Ad-ID 

;30 NIX1203DYN 



Rate Ty pe 
$375.00 NM 



:30 



$375.00 NM 



Length Ad-iD 

;30 NIX1203DYN 



Rate Typ e 
$375.00 NM 



:30 



$150.00 



Length Ad-ID 

:30 NIX1203DYN 



Rate Type 
3150.00 NM 



:30 



$150.00 NM 



Lengt h Ad-iD 

:30 nix1203dyn 



Rate Ty pe 
$150.00 NM 



:30 



$150.00 



NM 



Length Ad-ID 

:30 nix1203dyn 



Rate Type 
$150.00 NM 



We warrant tfiaf the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non-discrimination provision is a condition of each advertising sales contract with this station, whether verbal or written. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


573002-1 


09/30/12 


September 2012 


08/27/12- 09/10/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON 4 GOVERNOR 





Spots/ 



Line Start Date 


End Date 


Description Start/End Time 


MTWTFSS 


Length Week 


Rate 


Type 




14 09/06/12 


09/07/12 


5-530p 5-530p 


TF-- 


:30 1 


$450.00 


NM 




Weeks; 


Start Date 


End Date mtwtfss Spots/Week 


Rate 












09/03/12 


09/09/12 — -TF-- 1 


$450.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-iD 






Rate Type 


1 4 


Th 09/06/12 5:07 PM 5-530p 


5-530p 


;30 NIX1203DYN 






$450.00 NM 




15 09/10/12 


09/10/12 


5-530p 5-530p 


M 


:30 1 


3450.00 


NM 




Weeks: 


Start Date 


End Date mtwtfss Spots/Week 


Rate 












09/10/12 


09/16/12 M 1 


$450.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 






Rate Type 


1 4 


M 09/10/12 5:12PM5-530p 


5-530p 


;30 NIX1203DYN 






$450.00 NM 



16 09/06/12 


09/07/12 530-6p 530-6p 


-— TF— 


:30 1 $450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/03/12 09/09/12 — TF— 1 


$450-00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


Th 09/06/12 5:39 PM530-6p 


530-6p 


:30 NIX1203OYN 




$450.00 NM 



17 09/10/12 


09/10/12 530-6p 530-6p 


M 


:30 1 $450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/10/12 09/16/12 M 1 


$450.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


M 09/10/12 5:37PM530-6p 


530-6p 


:30 NIX1203DYN 




$450.00 NM 



18 09/06/12 


09/07/12 M-F6-630p 6-630p 


TF-- 


:30 1 $600.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/03/12 09/09/12 — -TF— 1 


S600.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


F 09/07/12 6:14 PM M-F 6-630p 


6-630p 


;30 NIX1203DYN 




$600.00 NM 



19 09/10/12 


09/1 0/1 2 M-F 6-630p 6-630p 


M 


:30 1 $600.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/10/12 09/16/12 M 1 


$600.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-!D 




Rate Type 


1 4 


M 09/10/12 6:13 PM M-F 6-630p 


6-630p 


;30 NIX1203DYN 




S600.00 NM 



22 09/06/12 


09/07/12 930-1 Op 930-1 Op 


TF— 


:30 1 


$750.00 


NM 




In 22 












Weeks: 


Start Date End Date mtwtfss Spots/Week 


Rate 












09/03/12 09/09/12 — TF— 1 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 






Rate Type 


1 4 


F 09/07/12 9:56 PM 930-1 Op 


930-1 Op 


;30 MIX1203DYN 






$750.00 NM 




23 09/10/12 


09/10/12 930-10p 930-10p 


M 


:30 1 


$750.00 


NM 




In 23 












Weeks: 


Start Date End Date mtwtfss Spots/Week 


Rate 












09/10/12 09/16/12 m 1 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-iD 






Rate Type 


1 4 


M 09/10/12 9:44 PM 930-1 Op 


930-10p 


:30 NIX1203DYN 






$750.00 NM 



We warran! thai the actual broadcast information shown on this invoice was taken from ihe program log. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non-discrimination provision is a condition of each advertising sales contract with this station, whether verbal or written. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Invoice # 


Invoice Date 


invoice Month 


Invoice Period 


573002-1 


09/30/12 


September 2012 


08/27/12-09/10/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON 4 GOVERNOR 





Spots/ 



Line Start Date 


End Date Description Start/End Time 


MTWTFSS 


Length Week Rate 


Type 




24 09/09/12 


09/09/1 2 Chiefs Football on FOX 1 2p-CC 


-s 


:30 1 57,000.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/03/12 09/09/12 5 1 


$7,000.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


Su 09/09/1 2 1 :29 PM Chiefs Football on FOX 


12p-CC 


:30 NIX1203DYN 




$7,000.00 NM 



25 09/10/12 


09/10/12 8-9a 8-9a 


M 


:30 1 $450.00 


NM 




Weeks; 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/10/12 09/16/12 M 1 


S450.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Length Ad-ID 




Rate Type 


1 4 


M 09/10/12 8:43AM8-9a 


8~9a 


:30 NIX1203OVN 




$450.00 MM 



26 09/10/12 


09/10/12 M-F12-1p 12-1 p 


M 


:30 1 $225.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/10/12 09/16/12 M 1 


$225-00 








Spots: # Ch 


Day Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


M 09/10/12 12:14 PMM-F12-1p 


12-1p 


;30 NIX1203DYN 




$225.00 NM 



Total Spots 27 Gross Total $19,825.00 



Payment Terms 30 Days 

Agency Commission $2,973.75 
Net Amount Due $16,851.25 



We warrant that the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non-discri rni nation provision is a condition of each advertising sales contract with this station, whether verbal or written. 




Billing Address: 



JWDAF 

3030 Summit St. 
Signal Hill 

Kansas City, MO 64108 
Main; {816)753-4567 
Billing: 



Page 1 of 1 



invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


569790-2 


09/30/12 


September 2012 


08/27/12-08/27/12 



Station 


Account Executive 


Sales Office 


Sales Reqion 


WDAF 


Dan Driscoli 


Washington DC 


National 



Advertiser 


Product 


Estimate Number 


Nixon, JayVD/MO/Governor 


JAY NiXON 4 GOV 





Campaign Group 
Attention: Accounts Payable 
1600 Locust Street 
Philadelphia, PA 19103 



Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Special Handling 



Fliqht Dates 


Order # 


Ait Order # 


08/21/12-08/27/12 


569790 


09798645 



Billinq Calendar 


Biifinq Tvoe 


Broadcast 


Cash 



IDB# 


Advertiser Code 


Product Code 




NW80 





Aqencv Ref 


Advertiser Ref 







Spots/ 



Line Start Date 


End Date Description Start/End Time 


MTWTFSS 


Length Week 


Rate 


Type 




2 08/27/12 


08/27/12 M~F6~7a 6-7a 


M 


1:00 1 


$900.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












08/27/12 09/02/12 M 1 


3900.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


M 08/27/12 6:25 AM M-F 6-7a 


6-7a 


1:00 NIX1201VAL 






$900.00 NM 




4 08/27/12 


08/27/12 9~930p 9~930p 


M 


-.30 1 


$750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












08/27/12 09/02/12 M 1 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-iD 






Rate Type 


1 4 


M 08/27/12 9;10PM9-930p 


9-930p 


:30 NIX1202DIF 






$750.00 NM 




7 08/27/12 


08/27/12 M-F6-7a 6-7a 


M 


:30 1 


$450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












08/27/12 09/02/12 M 1 


S450.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


M 08/27/12 6:08 AM M-F 6-7a 


6-7a 


:30 NIX1202DIF 






$450.00 NM 




9 08/27/12 


08/27/12 7-8a 7-8a 


M 


:30 1 


$450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












08/27/12 09/02/12 M 1 


$450.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


M 08/27/12 7:09AM7-8a 


7-8a 


:30 NIX1202DIF 






$450.00 NM 



Total Spots 



Gross Total 



$2,550.00 



Payment Terms 30 Days 



Agency Commission 
Net Amount Due 



$382.50 
$2,167.50 



We warrant ifrat the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non-discrimination provision is a condition of each advertising sales contract with this station, whether verbal or written. 



INVOICE 



Page 1 of 4 



Billing Address: 



IWDAF 

3030 Summit St. 
Signal Hill 

Kansas City, MO 64108 
Main: (816)753-4567 



Campaign Group 
Attention: Accounts Payable 
1600 Locust Street 
Philadelphia, PA 19103 



Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, il_ 60677-3006 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


574177-1 


09/30/12 


September 2012 


08/27/12- 09/19/12 



Station 


Account Executive 


Sales Office 


Sales Reaion 


WDAF 


Dan Driscoll 


Washington DC 


National 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/W!0/Governor 


JAY NiXON 4 GOV 





Fliqht Dates 


Order # 


Alt Order # 


09/12/12-09/19/12 


574177 


09815399 



Billing Calendar 


Bill m a Tvoe 


Broadcast 


Cash 



Special Handling 



IDB# 


Advertiser Code 


Product Code 




NW80 





Aqencv Ref 


Advertiser Ref 







Spots/ 



Line Start Date 


End Date Description 


Start/End Time 


MTWTFSS 


Length Week 


Rate 


Type 




1 09/15/12 


09/15/12 8~9a 


8~9a 


s _ 


:30 1 


$225.00 


NM 




Weeks: 


Start Date End Date mtwtfss 


SpotsAVeek 


Rate 












09/10/12 09/16/12 S- 


1 


$225.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


Sa 09/15/12 8:54AM8-9a 




8-9a 


;30 NIX1204STE 






$225.00 NM 




2 09/16/12 


09/16/12 7-8a 


7-8a 


S 


:30 2 


$150-00 


NWS 




Weeks; 


Start Date End Date mtwtfss 


Soots/Week 


Rate 












09/10/12 09/16/12 S 


2 


S1 50.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


Su 09/16/12 7:24AM7~8a 




7-8a 


:30 NIX1204STE 






$150.00 NM 


2 4 


Su 09/16/12 7:53AM7-8a 




7-8a 


:30 NIX1204STE 






$150.00 NM 



3 09/15/12 


09/15/12 7-8a 7~8a 


S- 


:30 1 $225.00 


NM 




Weeks: 


Start Date End Date mtwtfss Spots/Week 


Rate 










09/10/12 09/16/12 S- 1 


$225.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


Sa 09/15/12 7:07AM7-8a 


7-8a 


:30 NIX1204STE 




$225.00 NM 



4 09/16/12 


09/16/12 8-9a 8-9a 


S 


:30 1 $150.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/10/12 09/16/12 S 1 


$150.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


Su 09/16/12 8:53AM8~9a 


8-9a 


;30 NIX1204STE 




$150.00 NM 



5 09/12/12 


09/14/12 M~F6~7a 6~7a 


--WTF-- 


:30 2 $ 


*50.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/10/12 09/16/12 --WTF-- 2 


$450.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


W 09/12/12 6:45 AM M-F 6-7a 


6-7a 


;30 NIX1203DYN 






$450.00 NM 


2 4 


F 09/14/12 5:59AMM-F6-7a 


6-7a 


;30 NIX1203DYN 






$450.00 NM 



We warrant that the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non-d is crimination provision is a condition of each advertising sales contract with this station, whether verbal or written. 
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Send Payment To; 
WDAF 

3600 Solutions Center 
Chicago, 1L 60677-3006 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


574177-1 


09/30/12 


September 2012 


08/27/12-09/19/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/WiO/Governor 


JAY NIXON 4 GOV 





Spots/ 

Line Start Date End Date Description Start/End Time MTWTFSS Length Week Rate Type 

6 09/17/12 09/19/12 M-F 6-7a 6-7a MTW -30 2 $450.00 NM 



Weeks: Start Date End Date MTWTFSS Spots/Week Rate 

09/17/12 09/23/12 MT 2 $450.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time Length Ad- ID Rate Type 
1 4 M 09/17/12 6:43 AM M-F 6-7 a 6-7a :30 nix1204Ste $450.00 NM 
2 4 Tu 09/18/12 7:00 AM M-F 6-7a 6-7a ;30 nix!204Ste $450.00 NM 

7 09/12/12 09/14/12 7~a 7~ a ~ WTF— ^30 2 $450.00 NM 



Weeks: Start Date End Date MTWTFSS Spots/Week Rate 

09/10/12 09/16/12 --WTF-- 2 $450.00 

Spots: # Ch Day Air Date Air Time Descr iption Start/End Time Length Ad-ID Rate Type 

1 4 W 09/12/12 7:15AM7-8a 7-8a :30 nix1203dyn $450.00 NM 

2 4 Th 09/13/12 7:27AM7-8a 7-8a ;30 nxx1203dyn $450.00 NM 

________ - 9/ig/12 — ^ ~ 3a MTW :30 i $450.00 NM 



Weeks: Start Date End Date MTWTFSS SootsAA/eek Rate 

09/17/12 09/23/12 MTW 1 $450.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time Length Ad-ID Rate Type 
1 4 Tu 09/18/12 7:25AM7-8a 7-8a ;30 nxx!204Ste $450.00 NM 

9 09/12/12 09/14/12 5-530p 5-530p --WTF-- i3( 5 2 $450.00 NM 



Weeks: Start Date End Date __wi___ 
09/10/12 09/16/12 —WTF— 

Spots: # Ch Day Air Date Air Time Description 
2 4 W 09/12/12 5:12PM5~530p 
14 Th 09/13/12 5;23PM5~530p 



SpotsAA/eek 
2 



Rate 
$450.00 
Start/End Time 
5~530p 
5-530p 



Length Ad-iD 

:30 nix1203dyn 

;30 NIX1203DYN 



Rate Type 
$450.00 NM 
$450.00 NM 



10 09/17/12 09/19/12 5~530p 



5-530p 



MTW 



:30 



1 



$450.00 NM 



Weeks: Start Date End Date MTWTFSS SpotsAA/eek Rate 

09/17/12 09/23/12 MTW 1 $450.00 

Spots: # Ch Day Air Date Air Time Description Start/End T i me Length Ad-iD Rate T ype 

1 4 M 09/17/12 5:08 PM 5-530p 5-530p ;30 NXX1204STE $450.00 NM 



11 09/12/12 


09/14/12 M~F6-630p 6-630p 


"-WTF-- 


;30 2 $600.00 


NM 




Weeks: 


Start Date End Date MTWTFSS SpotsAA/eek 


Rate 










09/10/12 09/16/12 --WTF— 2 


$600.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-iD 




Rate Type 


1 4 


W 09/1 2/1 2 6:22 PM M-F 6-630p 


6-630p 


;30 NIX1203DYN 




$600.00 NM 


2 4 


F 09/14/12 6:16 PM M-F 6-630p 


6-630p 


;30 NIX1203DYN 




$600.00 NM 



12 09/17/12 


09/18/12 M-F6-630p 6-630p 


MT 


:30 2 $600.00 


NM 




Weeks: 


Start Date End Date MTWTFSS SpotsAA/eek 


Rate 










09/17/12 09/23/12 MT 2 


$600.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Length Ad-ID 




Rate Type 


1 4 


M 09/1 7/1 2 6:23 PM M-F 6-630p 


6-630p 


:30 NIX1204STE 




$600.00 NM 


2 4 


Tu 09/1 8/1 2 6:13 PM M-F 6-630p 


6-630p 


;30 NIX1204STE 




$600.00 NM 



We warrant that the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accep! advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This no n -discrimination provision is a condition of each advertising sales contract with this station, whether verbal or written. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


574177-1 


09/30/12 


September 2012 


08/27/12- 09/19/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON 4 GOV 





Line Start Date End Date Description 



Start/End Time 



MTWTFSS 



Spots/ 
Length Week 



Rate Type 



13 09/12/12 
in 14 


09/14/12 930-1 Op 930-1 Op 


--WTF-- 


:30 2 $750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/10/12 09/16/12 — WTF-- 2 


$750.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-iD 




Rate Type 


1 4 


W 09/12/12 9:37 PM 930-1 Op 


930-1 Op 


:30 NIX1203DYN 




$750.00 NM 


2 4 


F 09/14/12 9:46 PM 930-1 Op 


930-1 Op 


;30 NIX1203DYN 




$750.00 NM 



14 09/17/12 
In 15 


09/19/12 930-1 Op 930-1 Op 


MTW 


:30 2 $750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/17/12 09/23/12 MTW 2 


$750.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


M 09/17/12 9:37 PM 930-1 Op 


930-1 Op 


;30 NIX1204STE 




$750.00 NM 


2 4 


Tu 09/18/12 9:44 PM 930-1 Op 


930-1 Op 


;30 NIX1204STE 




$750.00 NM 



15 09/17/12 
!n 16 


09/19/12 9-930p 9-930p 


MTW 


:30 2 $750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/17/12 09/23/12 MTW 2 


$750.00 








Spots: # Ch 


Day Air Date Air Time Description 


Start/End Time 


Lenqth Ad-iD 




Rate Type 


2 4 


M 09/17/12 9;24PM9~930p 


9-930p 


;30 NIX1204STE 




$750.00 NM 


1 4 


Tu 09/18/12 9:08PM9~930p 


9-930p 


:30 NIX1204STE 




$750.00 NM 



16 09/12/12 
tn 17 


09/14/12 9-930p 9-930p 


--WTF-- 


:30 1 $750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/10/12 09/16/12 —WTF— 1 


$750.00 








Spots: # Ch 


Day Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


Th 09/13/12 9:15PM9-930p 


9-930p 


;30 NIX1203DYN 




$750.00 NM 



17 09/12/12 


09/1 4/1 2 M-F 1 0-1 030p 1 0-1 030p 


--WTF-- 


:30 2 


$750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 












09/10/12 09/16/12 —WTF— 2 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-iD 






Rate Type 


2 4 


W 09/1 2/12 10:13 PM M-F 1 0-1 030p 


10-1030p 


:30 NIX1203DYN 






$750.00 NM 


1 4 


F 09/14/12 10:13 PM M-F 10-1030p 


10-1030p 


;30 NIX1203DYN 






$750.00 NM 




18 09/17/12 


09/19/12 M~F 10-1030p 10-1030p 


MTW 


:30 1 


$750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/17/12 09/23/12 MTW 1 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-iD 






Rate Type 


1 4 


Tu 09/18/12 10:10 PM M-F 10~1030p 


10-1030p 


;30 NIX1204STE 






$750.00 NM 



19 09/15/12 
In 21 


09/1 5/1 2 Sa 1 0-1 030p 1 0-1 030p 


s- 


:30 1 $630.00 NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 








09/10/12 09/16/12 S- 1 


$630.00 






Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 


Rate Type 


1 4 


Sa 09/15/12 10:46 PMSa 10-1030p 


10-1030p 


:30 NIX1204STE 


$630.00 NM 



We warrant thai the actual broadcast information shown on this invoice was taken from the program log LocalTV does not accept advertising contacts that impermissibly discriminate on the basis of race or 
ethnicity. This non-discrimination provision is a condition of each advertising sales contract with this station, whether verbal or written. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


574177-1 


09/30/12 


September 2012 


08/27/12-09/19/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON 4 GOV 





Spots/ 

Line Start Date End Date Description Start/End Time MTWTFSS Length Week Rate Type 



20 09/12/12 
In 22 


09/14/12 M~F 530-6a 530-6a 


--WTF-- 


:30 2 $250.00 


NM 


Weeks: 


Start Date End Date MTWIFSS Soots/Week 


Rate 








09/10/12 09/16/12 --WTF-- 2 


$250.00 






Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 


Rate Type 


1 4 


W 09/12/12 5:53 AM M-F 530-6a 


530-6a 


:30 nix1203dyn 


$250-00 NM 


2 4 


F 09/14/12 5:43AMM-F530-6a 


530-6a 


;30 NIX1203DYN 


$250.00 NM 



21 09/17/12 


09/19/12 M~F530~6a 530-6a 


MTW 


:30 1 $250.00 


NM 


ln23 










Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 








09/17/12 09/23/12 MTW 1 


$250.00 






Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 


Rate Type 


1 4 


M 09/17/12 5:37 AM M-F 530-6a 


530-6a 


:30 NIX1204STE 


$250.00 NM 



22 09/16/12 
In 24 


09/16/12 Su9-10p 9-1 Op 


S 


:30 1 $750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/10/12 09/16/12 S 1 


$750.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


Su 09/1 6/1 2 9:44 PM Su 9-1 Op 


9-1 Op 


;30 NIX1204STE 




$750.00 NM 



23 09/12/12 
In 25 


09/1 2/1 2 FOX X Factor 7-9p 


--W 


:30 1 $1,800.00 


NM 


Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 








09/10/12 09/16/12 — W 1 


$1,800.00 






Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 


Rate Type 


1 4 


W 09/12/12 7:29 PM FOX X Factor 


7-9p 


;30 NIX1203DYN 


$1,800.00 NM 



Total Spots 35 Gross Total $1 9,230.00 



Payment Terms 30 Days 

Agency Commission $2,884.50 
Net Amount Due $16,345.50 



We warrant that the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts thai impermissibly discriminate on the basis of race or 
ethnicity. This non-discrimination provision is a condition of each advertising sales contract with this station, whether verbal or written. 




Billing Address: 
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WDAF 

3030 Summit St. 
Signal Hill 

Kansas City, MO 6411 

Main: (816)753-4567 
Billing: 



invoice # 


invoice Date 


Invoice Month 


invoice Period 


576217-1 


09/30/12 


September 2012 


08/27/12- 09/24/12 



Station 


Account Executive 


Sales Office 


Sales Reqion 


WDAF 


Dan Driscoll 


Washington DC 


National 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NiXON 4 GOVERNOR 





Campaign Group 
Attention: Accounts Payable 
1600 Locust Street 
Philadelphia, PA 19103 



Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Special Handling 



Fliqht Dates |Order# 


Alt Order # 


09/20/12-09/24/12 |576217 


09823046 



Billinq Calendar 


Billinq Tvoe 


Broadcast 


Cash 



iDB # 


Advertiser Code 


Product Code 




NWS0 





Aqencv Ref 


Advertiser Ref 







Spots/ 



Line Start Date 


End Date Description Start/End Time 


MTWTFSS 


Length 


Week 


Rate 


Type 




1 09/20/12 


09/21/12 M~F6-7a 6-7a 


— TF— 


:30 


4 


$450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 














09/17/12 09/23/12 — -TF-- 4 


$450.00 












Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


3 4 


Th 09/20/12 


6:12AM M-F 6-7a 


6-7 a 




30 NIX1204STE 






$450.00 NM 


1 4 


Th 09/20/12 


6:36 AM M-F 6-7a 


6-7a 




30 NIX1205STR 






$450.00 NM 


2 4 


F 09/21/12 


6:07 AM M-F 6-7a 


6~7a 




30 NIX1205STR 






$450.00 NM 


4 4 


F 09/21/12 


6:21 AM M-F 6-7a 


6-7a 




30 NIX1204STE 






$450.00 NM 




2 09/24/12 


09/24/12 M-F6-7a 6-7a 


M 


:30 


2 


$450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 














09/24/12 09/30/12 M 2 


$450.00 












Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


M 09/24/12 


6:22 AM M-F 6-7a 


6-7a 




30 NIX12G5STR 






$450.00 NM 


2 4 


M 09/24/12 


7:00 AM M-F 6-7a 


6-7a 




30 NIX1205STR 






$450.00 NM 




3 09/20/12 


09/21/12 7-8a 


7~8a 


---TF— 


:30 


4 


$450.00 


NM 




Weeks: 


Start Date End Date mtwtfss SpotsAA/eek 


Rate 














09/17/12 09/23/12 — TF— 4 


$450.00 












Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Length Ad-ID 






Rate Type 


3 4 


■Th 09/20/12 


7:16 AM 7~8a 


7-8a 




30 NIX1205STR 






$450.00 NM 


1 4 


Th 09/20/12 


7:38 AM 7~8a 


7-8a 




30 NIX1205STR 






$450.00 NM 


2 4 


F 09/21/12 


7:07 AM 7-8a 


7-8a 




30 NIX1205STR 






$450.00 NM 


4 4 


F 09/21/12 


8:00 AM 7-8a 


7-8a 




30 NIX1205STR 






$450.00 NM 




4 09/24/12 


09/24/12 7-8a 


7-8a 


M 


:30 


2 


$450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS SpotsAA/eek 


Rate 














09/24/12 09/30/12 M 2 


$450.00 












Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenqth Ad-!D 






Rate Type 


2 4 


M 09/24/12 


7:25 AM 7~8a 


7-8a 


;30 NIX1204STE 






$450.00 NM 


1 4 


M 09/24/12 


7:52 AM 7-8a 


7-8a 




30 NIX1205STR 






$450.00 NM 



We warrant that the actual broadcast information shown on this invoice was taken from the program iog. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non-discrimi nation provision is a condition of each advertising sales contract with this station, whether verbaf or written. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, tL 60677-3006 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


576217-1 


09/30/12 


September 2012 


08/27/12- 09/24/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON 4 GOVERNOR 





Spots/ 



Line Start Date 


End Date 


Description Start/End Time 


MTWTFSS 


Length Week 


Rate 


Type 




5 09/20/12 


09/21/12 


5-530p 5~530p 


— TF— 


:30 1 


$450.00 


NM 




Weeks: 


Start Date 


End Date MTWTFSS Spots/Week 


Rate 












09/17/12 


09/23/12 — -TF— 1 


S450.00 










Spots: # Ch 


Dav Air Date Air Time DescriDtion 


Start/End Time 


Lenath Ad-ID 






Rate Type 


1 4 


F 09/21/12 5:08PM5~530p 


5-530p 


:30 NIX1204STE 






$450.00 NM 




6 09/24/12 


09/24/12 


5-530p 5-530p 


M 


:30 1 


$450.00 


NM 




Weeks: 


Start Date 


End Date mtwtfss Spots/Week 


Rate 












09/24/12 


09/30/12 M 1 


S450.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 






Rate Type 


1 4 


M 09/24/12 5:23 PM5-530p 


5-5 30p 


;30 NIX1205STR 






$450-00 NM 



7 09/20/12 


09/21/12 M-F6-630p 6-630p 


TF-- 


:30 1 $600.00 


NM 




Weeks: 


Start Date End Date mtwtfss Soots/Week 


Rate 










09/17/12 09/23/12 — TF— 1 


$600.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


Th 09/20/1 2 6:28 PM M-F 6-630p 


6-630p 


;30 NIX1205STR 




$600.00 NM 



8 09/24/12 


09/24/12 M-F6-630p 6-630p 


M 


:30 1 $600.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/24/12 09/30/12 M 1 


S600.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


M 09/24/12 6:29 PM M-F 6~630p 


6-6 30p 


:30 NIX1205STR 




$600.00 NM 



9 09/20/12 


09/21/12 930-10p 930-10p 


TF-- 


:30 2 $750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/17/12 09/23/12 — -TF— 2 


S750.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


2 4 


Th 09/20/1 2 9:45 PM 930-1 Op 


930-1 Op 


;30 NIX1205STR 




$750.00 NM 


1 4 


F 09/21/12 9:38 PM930-10p 


930-1 Op 


;30 NIX1205STR 




$750.00 NM 



10 09/24/12 


09/24/12 930-1 Op 930-1 Op 


M 


:30 1 


$750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 












09/24/12 09/30/12 M 1 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 






Rate Type 


1 4 


M 09/24/12 9:56 PM 930-1 Op 


930-1 Op 


:30 NIX1205STR 






$750.00 NM 




11 09/20/12 


09/21/12 9-930p 9-930p 


---TF-~ 


:30 2 


$750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 












09/17/12 09/23/12 — TF— 2 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 






Rate Type 


2 4 


Th 09/20/12 9:23 PM9-930p 


9-930p 


;30 NIX1205STR 






$750.00 NM 


1 4 


F 09/21/12 9:07 PM9-930p 


9-930p 


:30 nix1205str 






$750.00 NM 



12 09/24/12 


09/24/12 9-930p 9-930p 


M 


:30 1 S750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/24/12 09/30/12 M 1 


$750.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


M 09/24/12 9:15 PM9-930p 


9-930p 


;30 NIX1205STR 




$750.00 NM 



We warrant that the actual broadcast information shown on this invoice was taken from the program log. LocalTV does noi accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non-discrimination provision is a condition of each advertising saies contract with this station, whether verbal or written 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



invoice # 


invoice Date 


Invoice Month 


invoice Period 


576217-1 


09/30/12 


September 2012 


08/27/12- 09/24/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON 4 GOVERNOR 





Spots/ 



Line Start Date 


End Date Description Start/End Time 


MTWTFSS 


Length Week 


Rate 


Type 




13 09/20/12 


09/21/12 M~F 10-1030p 10-1030p 


TF-- 


:30 2 


S750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/17/12 09/23/12 — ~TF— 2 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-SD 






Rate Type 


1 4 


Th 09/20/1 2 1 0:29 PM M-F 1 0-1 030p 


10-1030p 


;30 NIX1204STE 






$750.00 NM 


2 4 


F 09/21/12 10:22 PM M~F 10-1030p 


10-1 030p 


;30 NIX1204STE 






$750.00 NM 




14 09/24/12 


09/24/12 M-F 10-1030p 10-1030p 


M 


:30 1 


$750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/24/12 09/30/12 M 1 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad- ID 






Rate Type 


1 4 


M 09/24/12 10:23 PM M-F 10-1 030p 


10~1030p 


:30 NIX1204STE 






$750.00 NM 



15 09/20/12 


09/21/12 M-F 1030-1 102p 1030-1102p 


TF-- 


:30 1 $375.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/17/12 09/23/12 — TF— 1 


$375.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


F 09/21/12 10:39 PM M-F 1030-1 102p 


1 030-1 102p 


;30 NIX1205STR 




$375.00 NM 



16 09/24/12 


09/24/1 2 M-F 1 030-1 1 02p 1 030-1 1 02p 


M 


:30 1 $375.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/24/12 09/30/12 M 1 


3375.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


M 09/24/1 2 1 0:38 PM M-F 1 030-1 1 02p 


1030-1 102p 


;30 NIX1205STR 




$375.00 NM 



17 09/22/12 


09/22/12 Sa9-10p 9-1 Op 


s- 


:30 1 


$450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/17/12 09/23/12 S- 1 


$450.00 










Spots; # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


Sa 09/22/12 Sa 9-10p 


9-10p 


:00 






$4§&,0Q NM 




Credited 













18 09/22/12 


09/22/1 2 Sa 1 0-1 030p 1 0-1 030p 


s- 


:30 1 $630.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/17/12 09/23/12 S- 1 


$630.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Length Ad-ID 




Rate Type 


1 4 


Sa 09/22/12 10:46 PM Sa 10-1030p 


10-1030p 


;30 NIX1205STR 




$630-00 NM 



19 09/20/12 


09/21/12 M-F 530-6a 530-6a 




— -TF-- 


-.30 2 


$250.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 












09/17/12 09/23/12 — TF— 


2 


$250.00 










Spots: # Ch 


Dav Air Date Air Time Description 




Start/End Time 


Lenath Ad-ID 






Rate Type 


2 4 


Th 09/20/1 2 5:37 AM M-F 530-6a 




530-6a 


;30 NIX12055TR 






$250.00 NM 


1 4 


F 09/21/12 5:42 AM M-F 530-6a 




530-6a 


;30 NIX1205STR 






$250.00 NM 




20 09/24/12 


09/24/12 M-F530-6a 530-6a 




M 


:30 1 


$250.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 












09/24/12 09/30/12 M 


1 


$250.00 










Spots: # Ch 


Dav Air Date Air Time Description 




Start/End Time 


Lenqth Ad-iD 






Rate Type 


1 4 


M 09/24/1 2 5:44 AM M-F 530-6a 




530-6a 


;30 NIX1204STE 






$250.00 NM 



We warrant !hai the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accep! advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non -discrimination provision is a condition of each advertising sales contract with this station, whether verbal or written. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, 1L 60677-3006 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


576217-1 


09/30/12 


September 2012 


08/27/12- 09/24/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON 4 GOVERNOR 





Spots/ 



Line Start Date 


End Date Description Start/End Time 


MTWTFSS 


Length Week 


Rate 


Type 




21 09/23/12 


09/23/12 Su 9-10p 9-10p 


S 


:30 2 


3750.00 


NM 




Weeks; 


Start Date End Date MTWTFSS Soots/Week 


Rate 












09/17/12 09/23/12 S 2 


$750.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 






Rate Type 


2 4 


Su 09/23/1 2 9:38 PM Su 9-1 Op 


9-1 Op 


:30 NIX1204STE 






$750.00 NM 


1 4 


Su 09/23/1 2 9:54 PM Su 9-1 Op 


9-1 Op 


;30 NIX1205STR 






$750.00 NM 




22 09/20/12 


09/21/12 S-9a 8-9a 


TF-- 


:30 4 


$450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/17/12 09/23/12 — TF— 4 


$450.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-SD 






Rate Type 


1 4 


Th 09/20/12 8:15AM8~9a 


8-9a 


:30 NIX1204STE 






$450.00 NM 


3 4 


Th 09/20/12 8:39AM8-9a 


8~9a 


;30 NIX1205STR 






$450.00 NM 


4 4 


F 09/21/12 8:43AM8-9a 


8-9a 


;30 NIX1205STR 






$450.00 NM 


2 4 


F 09/21/12 8:59AM8~9a 


8-9a 


:30 NIX1204STE 






$450.00 NM 



23 09/24/12 


09/24/12 8-9a 8- 


9a 


M 


:30 2 $450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS 


Spots/Week 


Rate 










09/24/12 09/30/12 M 


2 


$450.00 








Spots: # Ch 


Dav Air Date Air Time Description 




Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


M 09/24/12 8:29AM8-9a 




8-9a 


;30 NIX1205STR 




$450.00 NM 


2 4 


M 09/24/12 8:58AM8-9a 




8-9a 


;30 NIX1205STR 




$450.00 NM 



24 09/20/12 


09/21/12 M-F9-10a 9-1 0a 


TF-- 


;30 2 


$150.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/17/12 09/23/12 —-TF— 2 


$150.00 










Spots: # Ch 


Day Air Date Air Time Description 


Start/End Time 


Lenath Ad-iD 






Rate Type 


2 4 


Th 09/20/12 9:59 AM M-F 9-1 0a 


9-1 0a 


;30 NIX1205STR 






$150.00 NM 


1 4 


F 09/21/12 9:30 AM M-F 9-1 0a 


9-1 0a 


:30 NIX1205STR 






$150.00 NM 



25 09/24/12 


09/24/12 M-F9-10a 9~10a 


M 


:30 1 $150.00 


NM 




Weeks: 


Start Date End Date MTWTFSS SpotsAA/eek 


Rate 










09/24/12 09/30/12 M 1 


$150.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-!D 




Rate Type 


1 4 


M 09/24/1 2 9:58 AM M-F 9-1 0a 


9-1 0a 


;30 NIX1204STE 




$150.00 NM 



26 09/20/12 


09/21/12 M-F 3-4p 3-4p 




TF~~ 


:30 2 


$150.00 


NM 




Weeks: 


Start Date End Date MTWTFSS SpotsAA/eek 


Rate 












09/17/12 09/23/12 — -TF— 


2 


$150.00 










Spots: # Ch 


Dav Air Date Air Time Description 




Start/End Time 


Lenath Ad-iD 






Rate Type 


1 4 


Th 09/20/12 3:25 PM M-F 3-4p 




3-4p 


:30 NIX1205STR 






$150.00 NM 


2 4 


F 09/21/12 3:29 PM M-F 3-4p 




3-4p 


:30 NIX1205STR 






$150.00 NM 




27 09/24/12 


09/24/12 M-F3-4p 3~4p 




M 


:30 1 


$150.00 


NM 




Weeks: 


Start Date End Date MTWTFSS SpotsAA/eek 


Rate 












09/24/12 09/30/12 M 


1 


$150.00 










Spots: # Ch 


Dav Air Date Air Time Description 




Start/End Time 


Lenath Ad-ID 






Rate Type 


1 4 


M 09/24/12 3:56 PM M-F 3-4p 




3-4p 


:30 NIX120SSTR 






$150.00 NM 



We warrant that the actual broadcast Information shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non-cfi sen mi nation provision is a condition of each advertising sales contract with this station, whether verbal or written. 
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Send Payment To; 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


576217-1 


09/30/12 


September 2012 


08/27/12- 09/24/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON 4 GOVERNOR 





Spots/ 



Line Start Date 


End Date Description Start/End Time 


MTWTFSS 


Length Week 


Rate 


Type 




28 09/20/12 


09/21/12 M-F4-5p 4-5p 




TF-- 


:30 2 


$300.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/17/12 09/23/12 — -TF— 


2 


$300.00 










Spots: # Ch 


Day Air Date Air Time Description 




Start/End Time 


Lenqth Ad-iD 






Rate Type 


1 4 


Th 09/20/12 4:28 PM M~F 4-5p 




4-5p 


;30 NIX1204STE 






$300.00 NM 


2 4 


F 09/21/12 4:12 PMM-F4-5p 




4-5p 


;30 NIX1205STR 






$300.00 NM 




29 09/24/12 


09/24/12 M-F4-5p 4-5p 




M 


:30 1 


$300.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/24/12 09/30/12 M 


1 


$300.00 










Spots: # Ch 


Day Air Date Air Time Description 




Start/End Time 


Lenqth Ad- ID 






Rate Type 


1 4 


M 09/24/12 4:24 PM M-F 4~5p 




4-5p 


;30 NIX1205STR 






$300.00 NM 



30 09/20/12 


09/21/12 530-6p 530-6p 


— -TF— 


:30 1 $450-00 


NM 




Weeks: 


Start Date End Date mtwjfss Spots/Week 


Rate 










09/17/12 09/23/12 — TF— 1 


S450.00 








Spots: # Ch 


Day Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


F 09/21/12 5:28PM530-6p 


530-6p 


;30 MIX1205STR 




$450.00 NM 



31 09/24/12 


09/24/12 530-6p 530-6p 


M 


;30 1 $450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/24/12 09/30/12 M 1 


$450.00 








Spots: # Ch 


Day Air Date Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


M 09/24/12 5;54PM530-6p 


530-6p 


;30 NIX1204STE 




$450.00 NM 



32 09/20/12 


09/21/12 M-F 1102p-1132p M-F 1102p-1132p 


TF-- 


:30 


2 $250.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/17/12 09/23/12 — TF— 2 


$250.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


ten, 


3th Ad-!D 




Rate Type 


1 4 


Th 09/20/12 11:31 PMM-F 1102p-1132p 


M-F 1102p-1132p 




30 NIX1205STR 




$250.00 NM 


2 4 


F 09/21/12 11:31 PMM-F 1102p-1132p 


M-F 1 102p-1 132p 




30 NIX1205STR 




$250-00 NM 



33 09/24/12 


09/24/1 2 M-F 1 1 02p-1 1 32p M-F 1 1 02p-1 1 32p 


M 


:30 1 $250.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/24/12 09/30/12 M 1 


$250.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


M 09/24/12 11:26PMM-F1102p-1132p 


M-F 1102p-1132p 


;30 NIX1205STR 




$250.00 NM 



34 09/23/12 09/23/12 Su 10-1030p 
In 34 - iur rebate - $630 


10-1030p 


S 


:30 1 


$0.00 


NM 




In 34 - iur rebate $630 

Weeks: Start Date End Date MTWTFSS 
09/17/12 09/23/12 S 


Scots/Week 
1 


Rate 
$0.00 










Spots: # Ch Dav Air Date Air Time Description 


Start/End Time 


Length Ad-ID 






Rate Type 


14 Su 09/23/12 10:22 PM Su 10-1 030p 


10-1030p 


:30 NIX1205STR 






$0.00 NM 




35 09/24/12 09/24/12 M-F 430~5a News 
In 35 -Iur rebate -$100 


430-5a 


M 


:30 1 


$0.00 


NM 




In 34 - iur rebate $630 

Wfifiks- Start Date Fnd Date MTWTFSS 
09/24/12 09/30/12 M 


Soots/Week 

1 


Rate 
$0.00 










SDOts: # Ch Dav Air Date Air Time Description 


Start/End Time 


Lenath Ad-iD 






Rate Type 


1 4 M 09/24/1 2 4:46 AM M-F 430~5a News 


430-5a 


;30 NIX1205STR 






$0.00 NM 



We warrant that the actus! broadcast informa!ion shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This rton- discrimination provision is a condition of each advertising sales contract with this station, whether verba! or written. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


576217-1 


09/30/12 


September 2012 


08/27/12- 09/24/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON 4 GOVERNOR 





Spots/ 



Line Start Date End Date Description Start/End Time 


MTWTFSS 


Length Week 


Rate 


Type 




36 09/24/12 09/24/12 M-F 6-7 a 6~7a 
In 36 - iur rebate - $450 


M 


:30 1 


SO.OO 


NM 




In 34 - Iur rebate £630 

Weeks: Start Date End Date MTWTFSS Soots/Week 

09/24/12 09/30/12 M 1 

Soots: # Ch Dav Air Date Air Time Description 
14 M 09/24/12 6:44AMM-F6-7a 


Rate 
SO.OO 

Start/End Time 
6~7a 


Lenath Ad-ID 

;30 NIX1205STR 






Rate Type 
$0.00 NM 



Total Spots 56 Gross Total $24,030.00 



Payment Terms 30 Days 

Agency Commission $3,604.50 
Net Amount Due $20,425.50 



We warrant that the actual broadcast information shown on this invoice was taken from the program log LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non-discrimination provision is a condition of each advertising sates contract with this station, whether verbal or written. 




Billing Address: 



WDAF 

3030 Summit St. 
Signal Hill 

Kansas City, MO 64108 
Main: (816)753-4567 
Billing: 



Page 1 of 3 



Invoice # 


Invoice Date 


invoice Month 


Invoice Period 


571188-1 


09/30/12 


September 2012 


08/27/12- 09/03/12 



Station 


Account Executive 


Sales Office 


Sales Reaion 


WDAF 


Dan Driscoll 


Washington DC 


National 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NfXON 4 GOV 





Campaign Group 
Attention: Accounts Payable 
1600 Locust Street 
Philadelphia, PA 19103 



Send Payment To; 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Fliqht Dates 


Order # 


Alt Order # 


08/28/12-09/03/12 


571188 


09805081 



Special Handling 



Billinq Calendar 


Billing Tvoe 


Broadcast 


Cash 



IDB# 


Advertiser Code 


Product Code 




NW80 





Aqencv Ref 


Advertiser Ref 







Spots/ 



Line Start Date 


End Date 


Description Start/End Time 


MTWTFSS 


Length Week 


Rate 


Type 




1 08/28/12 


08/31/12 


9-930p 9-930p 


--WTF— 


:30 1 


$1,250.00 


NM 




Weeks: 


Start Date 


End Date MTWTFSS Soots/Week 


Rate 












08/27/12 


09/02/12 — WTF— 1 


$1,250.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-iD 






Rate Type 


1 4 


W 08/29/1 2 9:24 PM 9-930p 


9-930p 


;30 NIX1203DYN 






$1,250-00 NM 




2 08/28/12 


08/31/12 


M-F 10-1030p 10-1030p 


--WTF— 


:30 1 


$1,250.00 


NM 




Weeks: 


Start Date 


End Date MTWTFSS Soots/Week 


Rate 












08/27/12 


09/02/12 —WTF— 1 


$1,250.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


Th 08/30/1 2 1 0:23 PM M-F 1 0-1 030p 


10-1030p 


;30 NIX1203DYN 






$1,250.00 NM 



3 08/28/12 


08/31/12 M-F6-7a 6-7a 


--WTF-- 


:30 1 $600.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










08/27/12 09/02/12 —WTF— 1 


$600.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-iD 




Rate Type 


1 4 


F 08/31/12 6:59AMM-F6-7a 


6-7a 


;30 NIX1203DYN 




S600.00 NM 



4 08/28/12 


08/31/12 7-8a 7-8a 


--WTF— 


:30 


1 $600.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












08/27/12 09/02/12 —WTF— 1 


$600.00 










Spots: # Ch 


Dav Air Date Air Time Descriotion 


Start/End Time 


ten, 


3th Ad-ID 




Rate Type 


1 4 


W 08/29/12 7:39AM7~8a 


7-8a 




30 NIX1203DYN 




$600.00 NM 



5 08/28/12 


08/31/12 8-9a 8-9a 


— WTF— 


:30 1 3600.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










08/27/12 09/02/12 --WTF-- 1 


$600.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


Th 08/30/12 8:13AM8-9a 


8-9a 


;30 NIX1203DYN 




$600.00 NM 



We warrant that the actual broadcast information shown on this invoice was taken from the program log. LooalTV does noi accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity This non-d! scrim i nation provision is a condition of each advertising sales contract with this station, whether verbal or written. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Invoice # 


invoice Date 


Invoice Month 


invoice Period 


571188-1 


09/30/12 


September 2012 


08/27/12- 09/03/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/IWO/Governor 


JAY NIXON 4 GOV 





Spots/ 

Line Start Date End Date Description Start/End Time mtwtfss Length Week Rate Type 

_____ og/02/12 9_930p 9-930p S ^30 1 $1,250.00 NM 



Weeks: Start Date End Date mtwtfss Spots/Week Rate 

08/27/12 09/02/12 S 1 $1,250.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time Length Ad- ID Rate Type 
14 Su 09/02/12 9:24PM9-930p 9-930p ;30 nix1203dyn $1,250-00 NM 

7 09/01/12 09/01/12 7^8a 7^8a S- -30 1 $375.00 NM 



Weeks: Start Date End Date MTWTFSS SpotsAA/eek Rate 

08/27/12 09/02/12 S- 1 $375.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time Length Ad- ID Rate Type 
1 4 Sa 09/01/12 7:30AM7-8a 7-8a ;30 mix12Q3dyn $375.00 NM 

8 09/01/12 09/01/12 8^9a S^9a S- :30 2 $375.00 NM 



Weeks: Start Date End Date MJWTFSS Spots/Week Rate 

08/27/12 09/02/12 S- 2 $375.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time Length Ad-ID Rate Type 
14 Sa 09/01/12 8:12AM8-9a 8-9a :30 nix1203dyn $375.00 NM 
2 4 Sa 09/01/12 8:42AM8~9a 8-9a ;30 nix!2Q3dyn $375.00 NM 

9 09/02/12 09/02/12 Tia 7^8a S -30 2 $225.00 NM 



Weeks: Start Date End Date MTWTF SS SpotsAA/eek Rate 

08/27/12 09/02/12 S 2 $225.00 

Spots: # Ch Day Air Date Air Time Descr iption Start/End Time length Ad-ID Rate Ty pe 
2 4 Su 09/02/12 7:08 AM 7-8a 7-8a :30 NIX1203DYN $225.00 NM 
14 Su 09/02/12 8:00AM7-8a 7-8a ;30 nix!203dyn $225.00 NM 

10 09/02/12 09/02/12 8^9a S -30 2 $225.00 NM 



Weeks: Start Date End Date MTWTFSS Spots/Week Rate 

08/27/12 09/02/12 S 2 $225.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time Length Ad-ID 

14 Su 09/02/12 8:16AM8-9a 8~9a :30 nix1203dyn 

2 4 Su 09/02/12 8:54 AM 8~9a 8-9a :30 nix1203dyn 



11 09/02/12 


09/02/1 2 FOX News Sunday 9a-1 0a 


s 


:30 2 


$225.00 


NM 




Weeks: 


Start Date End Date MTWTFSS SootsAA/eek 


Rate 












08/27/12 09/02/12 S 2 


$225.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 






Rate Type 


1 4 


Su 09/02/12 9:31 AM FOX News Sunday 


9a-10a 


;30 MIX1203DYN 






$225.00 NM 


2 4 


Su 09/02/12 9:59 AM FOX News Sunday 


9a~10a 


:30 NIX1203DYN 






$225.00 NM 




12 09/02/12 


09/02/12 5-530p 5~560p 


s 


:30 1 


$625.00 


NM 




Weeks: 


Start Date End Date MTWTFSS SootsA/Veek 


Rate 












08/27/12 09/02/12 S 1 


$625.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenoth Ad-iD 






Rate Type 


1 4 


Su 09/02/12 5:15PM5-530p 


5-560p 


;30 NIX1203DYN 






$625.00 NM 



13 09/03/12 09/03/12 930-10p 930-10p M :30 1 $1,250.00 NM 



Rate Type 
$225.00 NM 
$225.00 NM 



Weeks: Start Date End Date MTWTFS S Spots/Week Rate 

09/03/12 09/09/12 M 1 $1,250.00 

Spots: # Ch Day Air Date Air Time Description Start/End Time Lenqth Ad -ID Rate Type 

14 M 09/03/12 9:55 PM930-10p 930-10p :30 nix1203dyn $1,250.00 NM 



We warrant thai the actual broadcast information shown on this invoice was taken from the program log LocalTV does not accept advertising contracts that impermissibly discriminaie on the basis of race or 
ethnicity. This non-discrimination provision is a condition of each advertising sales contract with this station, whether verbal or written. 




Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, iL 60677-3006 
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Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


571188-1 


09/30/12 


September 2012 


08/27/12- 09/03/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


JAY NIXON 4 GOV 





Total Spots 



17 



Gross Total 



$9,900.00 



Payment Terms 30 Days 



Agency Commission 
Net Amount Due 



$1,485.00 
$8,415.00 



We warrant that the actual broadcast information shown on this invoice was taken from the program log. LocaiTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
elhnicity. This non-discrimination provision is a condition of each advertising sates contract with this station, whether verbal or writien. 




Billing Address: 
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WDAF 

3030 Summit St. 
Signal Hill 

Kansas City, MO 64108 
Main: (816)753-4567 
Billing: 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


577538-1 


09/30/12 


September 2012 


08/27/12-09/30/12 



Station 


Account Executive 


Sales Office 


Sales Reason 


WDAF 


Dan Driscolt 


Washington DC 


National 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/NtO/Governor 


NIXON FOR GOVERNOR 





Campaign Group 
Attention: Accounts Payable 
1600 Locust Street 
Philadelphia, PA 19103 



Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Special Handiing 



Fliqht Dates 


Order # 


Alt Order # 


09/25/12-10/01/12 


577538 


09826729 



BiNinq Calendar 


Billing Tvoe 


Broadcast 


Cash 



IDB# 


Advertiser Code 


Product Code 




NW80 





Agencv Ref 


Advertiser Ref 







Spots/ 

Line Start Date End Date Description Start/End Time MTWTFSS Length Week Rate Type 



1 09/30/12 
in 2 


09/30/12 8-9a 8 


9a 


s 


:30 2 


5150.00 






Weeks: 


Start Data Fnd Date MTWTFSS 


Srjots/Week 


Rate 












09/24/12 09/30/12 S 


2 


$150.00 










Spots: # Ch 


Dav Air Date Air Time Description 




Start/End Time 


Lenctth Ad-ID 






Rate Type 


1 4 


Su 09/30/12 7:15AM8~9a 




8~9a 


;30 NIX1206STA 






$150.00 NM 


2 4 


Su 09/30/12 7:55AM8~9a 




8-9a 


;30 NIX1206STA 






$150.00 NM 



2 09/29/12 
In 3 


09/29/12 Sa7-9a Sa 7-9a 


S- 


:30 1 $225.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/24/12 09/30/12 S- 1 


$225.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


Sa 09/29/12 7:16AMSa7-9a 


Sa 7-9a 


:30 NIX1203DYN 




$225.00 NM 



3 09/30/12 
In 4 


09/30/12 8-9a 8-9a 


s 


:30 1 $150.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/24/12 09/30/12 S 1 


$150.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


Su 09/30/12 8:39AM8-9a 


8-9a 


;30 NIX1203DYN 




$150.00 NM 



4 09/25/12 
in 5 


09/28/12 M~F6-7a 6-7a 


-TWTF-- 


:30 


5 $450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 












09/24/12 09/30/12 -TWTF— 5 


$450.00 










Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


4 4 


W 09/26/12 


6:42 AM M-F 6-7a 


6-7a 




30 NIX1205STR 




$450.00 NM 


5 4 


Th 09/27/12 


6:25 AM M-F 6-7a 


6-7 a 




30 NIX1205STR 




$450.00 NM 


2 4 


Th 09/27/12 


6:53 AM M-F 6-7a 


6-7a 




30 NIX1204STE 




$450.00 NM 


3 4 


F 09/28/12 


6:07 AM M-F 6-7a 


6-7a 




30 NIX1206STA 




$450.00 NM 


1 4 


F 09/28/12 


6:56 AM M-F 6~7a 


6-7a 




30 NIX1203DYN 




$450.00 NM 



We warrant thai the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This non-discrimination provision is a condition of each advertising sales contract with this station, whether verbal or written. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


577538-1 


09/30/12 


September 2012 


08/27/12- 09/30/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


NIXON FOR GOVERNOR 





Spots/ 

Line Start Date End Date Description Start/End Time MTWTFSS Length Week Rate Type 



5 09/25/12 
In 6 


09/28/12 7-8a 


7- 


8a 


-TWTF-- 


:30 


5 $450.00 


NM 




Weeks: 


Start Date End Date mtwtfss 


Spots/Week 


Rate 












09/24/12 09/30/12 -TWTF-- 


5 


$450.00 










Spots: # Ch 


Dav Air Date 


Air Time Description 




Start/End Time 


Length Ad-iD 




Rate Type 


4 4 


W 09/26/12 


7:46 AM 7-8a 




7-8a 




30 NIX1204STE 




S450.00 NM 


2 4 


Th 09/27/12 


7:16 AM 7-8a 




7-8a 




30 NIX1205STR 




$450.00 NM 


5 4 


Th 09/27/12 


7:45 AM 7-8a 




7-8a 




30 NIX1205STR 




$450.00 NM 


3 4 


F 09/28/12 


7:26 AM7~8a 




7-8a 




30 NIX1206STA 




$450.00 NM 


1 4 


F 09/28/12 


7:59 AM 7~8a 




7-8a 




30 NIX1206STA 




$450.00 NM 



6 09/25/12 
In 7 


09/28/12 5-530p 5-530p 


--WTF-- 


:30 4 $430.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/24/12 09/30/12 — WTF— 4 


$450.00 








Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenqth Ad- ID 




Rate Type 


1 4 


Th 09/27/12 


5:08 PM 5~530p 


5-530p 


:30 NIX1205STR 




$450.00 NM 


2 4 


Th 09/27/12 


5:22 PM 5-530p 


5-530p 


;30 MIX1204STE 




$450.00 NM 


3 4 


F 09/28/12 


5:09 PM 5-530p 


5-530p 


;30 NIX1206STA 




$450.00 NM 


4 4 


F 09/28/12 


5:23 PM 5-530p 


5-530p 


:30 NIX1203DYN 




$450.00 NM 



7 09/25/12 
In 8 


09/28/12 M-F f 


5-630p 6-630p 


-TWTF-- 


:30 3 $600.00 


NM 




Weeks: 


Start Date End Date mtwtfss Spots/Week 


Rate 










09/24/12 09/30/12 -WTF— 3 


$600.00 








Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


W 09/26/12 


6:29 PM M-F 6-630p 


6-630p 


;30 NIX12G5STR 




$600.00 NM 


2 4 


Th 09/27/12 


6:28 PM M-F 6-630p 


6~630p 


;30 NIX1205STR 




$600.00 NM 


3 4 


F 09/28/12 


6:14 PM M-F 6-630p 


6-630p 


;30 NIX1206STA 




$600.00 NM 



9 09/25/12 
In 10 


09/28/12 930-1 Op 930-1 Op 


— WTF-- 


:30 3 $750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/24/12 09/30/12 —WTF— 3 


$750-00 








Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


W 09/26/12 


9:44 PM 930-10p 


930-1 Op 


;30 NIX1204STE 




$750.00 NM 


2 4 


Th 09/27/12 


9:44 PM 930-10p 


930-1 Op 


:30 NIX1205STR 




$750.00 NM 


3 4 


F 09/28/12 


9:43 PM 930-10p 


930-1 Op 


;30 NIX1206STA 




$750.00 NM 



11 09/25/12 
in 12 


09/28/12 9-930p 9-930p 


—WTF— 


:30 3 $750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/24/12 09/30/12 —WTF— 3 


$750.00 








Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


W 09/26/12 


9:09 PM 9-930p 


9-930p 


:30 NIX1205STR 




$750.00 NM 


2 4 


Th 09/27/12 


9:14PM9-930p 


9-930p 


;30 NIX1205STR 




$750.00 NM 


3 4 


F 09/28/12 


9:23 PM 9-930p 


9~930p 


;30 NIX1206STA 




$750.00 NM 



13 09/25/12 
In 14 


09/28/12 M-F 10-1030p 10-1030p 


-TWTF-- 


:30 3 $750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/24/12 09/30/12 -TWTF-- 3 


S750.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


W 09/26/12 10:23 PM M-F 10-1030p 


10-1030p 


;30 NIX12Q5STR 




$750.00 NM 


2 4 


Th 09/27/12 10:13 PM M-F 10-1030p 


10-1030p 


;30 NIX1204STE 




$750.00 NM 


3 4 


F 09/28/12 10:13 PM M-F 10-1030p 


10-1030p 


;30 NIX1206STA 




$750.00 NM 



We warrant thai the actual broadcast information shown on this invoice was taken from the program log. LocaiTV does not accept advertising contracts that im permissibly discriminate on the basis of race or 
ethnicity. Thfs non-discriminalion provision is a condition of each advertising sales contract with this siatron, whether verba! or written. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, iL 60677-3006 



Invoice # 


invoice Date 


Invoice Month 


Invoice Period 


577538-1 


09/30/12 


September 2012 


08/27/12- 09/30/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/WIO/Govemor 


NIXON FOR GOVERNOR 





Spots/ 

Line Start Date End Date Description Start/End Time MTWTFSS Length Week Rate Type 



15 09/25/12 
in 16 


09/28/12 M-F 1030-1 102p 1030-1 102p 


— WTF — 


:30 4 $375.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 










09/24/12 09/30/12 — WTF— 4 


$375.00 








Spots: # Ch 


Day Air Date 


Air Time Description 


Start/End Time 


Length Ad-iD 




Rate Type 


1 4 


Th 09/27/12 


10:36 PM M-F 1030-1 102p 


1030-1 102p 


:30 NIX1205STR 




$375.00 NM 


2 4 


Th 09/27/12 


10:58 PM M-F 1030-1 102p 


1030-1 102p 


:30 NIX1205STR 




S375.00 NM 


4 4 


F 09/28/12 


10:38 PM M-F 1030-1 102p 


1 030-1 102p 


:30 nix1203dyn 




$375.00 NM 


3 4 


F 09/28/12 


10:53 PM M-F 1030-1 102p 


1030-1 102p 


;30 NIX1206STA 




$375.00 NM 



18 09/29/12 


09/29/1 2 Sa 1 0-1 030p 1 0-1 030p 


S- 


:30 1 $630.00 


NM 




Weeks: 


Start Date End Date MTWFSS Spots/Week 


Rate 










09/24/12 09/30/12 S- 1 


$630.00 








Spots: # Ch 


Day Air Date Air Time Description 


Start/End Time 


Length Ad-ID 




Rate Type 


1 4 


Sa 09/29/12 10:55 PM Sa 10-1030p 


10-1030p 


:30 nix1206sta 




$630.00 NM 



19 09/25/12 
In 20 


09/28/12 M~F530-6a 530-6a 


--WTF-- 


:30 4 $250.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/24/12 09/30/12 --WTF-- 4 


$250.00 








Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


Th 09/27/12 


5:36 AM M-F 530-6a 


530-6a 


;30 NIX1205STR 




$250.00 NM 


2 4 


Th 09/27/12 


5:53 AM M-F 530~6a 


530-6a 


;30 NIX1205STR 




$250.00 NM 


4 4 


F 09/28/12 


5:38 AM M-F 530-6a 


530-6a 


:30 NIX1206STA 




$250.00 NM 


3 4 


F 09/28/12 


5:54 AM M-F 530-6a 


530~6a 


:30 NIX1206STA 




$250.00 NM 



21 09/30/12 
In 22 


09/30/12 Su9-10p 9-10p 


S 


:30 1 $750.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/24/12 09/30/12 S 1 


$750.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


Su 09/30/12 9:25 PMSu9-10p 


9-1 Op 


;30 NIX1206STA 




$750.00 NM 



22 09/26/12 
In 23 


09/26/12 FOX X Factor 7-9p 


--w 


:30 1 $2,600.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/24/12 09/30/12 — W 1 


$2,600.00 








Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


W 09/26/12 8:04 PM FOX X Factor 


7-9p 


;30 NIX1205STR 




$2,600.00 NM 



23 09/25/12 
In 24 


09/28/12 8-9a 8-9a 


--WTF-- 


:30 


5 $450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/24/12 09/30/12 —WTF— 5 


$450.00 










Spots: # Ch 


Dav 


Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


W 


09/26/12 8:13 AM8-9a 


8-9a 




30 NIX1205STR 




$450.00 NM 


2 4 


Th 


09/27/12 8:14 AM 8-9a 


8-9a 




30 NIX120SSTR 




$450.00 NM 


4 4 


Th 


09/27/12 8:43 AM 8-9a 


8-9a 




30 MIX1204STE 




$450.00 NM 


5 4 


F 


09/28/12 8:23 AM 8-9a 


8-9a 




30 NIX1206STA 




$450.00 NM 


3 4 


F 


09/28/12 8:53 AM8-9a 


8-9a 




30 NIX1203DYN 




$450.00 NM 



We warran! that the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This r>on-discriminaSion provision is a condition of each advertising sales contract with this station, whether verbal or whiten. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, 1L 60677-3006 



Invoice # 


invoice Date 


Invoice Month 


invoice Period 


577538-1 


09/30/12 


September 2012 


08/27/12- 09/30/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/WIO/Governor 


NIXON FOR GOVERNOR 





Spots/ 

Line Start Date End Date Description Start/End Time mtwtfss Length Week Rate Type 



24 09/25/12 
in 25 


09/28/12 M-F 9-1 0a 9-1 0a 


--WTF-- 


:30 


5 $150.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/24/12 09/30/12 --WTF-- 5 


$150.00 










Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenqth Ad-SD 




Rate Type 


4 4 


W 09/26/12 


9:57 AM M-F 9-10a 


9-10a 




30 NIX1205STR 




$150.00 NM 


2 4 


Th 09/27/12 


9:17AM M-F9-10a 


9-1 0a 




30 NIX1205STR 




$150.00 NM 


1 4 


Th 09/27/12 


9:49 AM M-F 9-10a 


9-1 0a 




30 NIX1205STR 




$150.00 NM 


5 4 


F 09/28/12 


9:18 AM M-F 9-1 0a 


9-1 0a 




30 NIX1206STA 




$150.00 NM 


3 4 


F 09/28/12 


9:54 AM M-F 9-1 0a 


9-1 0a 




30 NIX1206STA 




$150.00 NM 



25 09/25/12 
In 26 


09/28/12 M-F 3 


4p 3-4p 


-TWTF-- 


:30 


5 $150.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/24/12 09/30/12 -TWTF-- 5 


$150.00 










Spots: # Ch 


Dav Air Date 


Air Time Descriotion 


Start/End Time 


Lenqth Ad-ID 




Rate Type 


1 4 


W 09/26/12 


3:38 PM M-F 3-4p 


3-4p 




30 NIX1205STR 




$150.00 NM 


4 4 


Th 09/27/12 


3:18 PM M-F 3-4p 


3-4p 




30 NIX1205STR 




$150.00 NM 


2 4 


Th 09/27/12 


3:48 PM M-F 3-4p 


3-4p 




30 NIX1204STE 




$150.00 NM 


5 4 


F 09/28/12 


3:18 PM M-F 3-4p 


3-4p 




30 NIX1206STA 




$150.00 NM 


3 4 


F 09/28/12 


3:39 PM M-F 3-4p 


3~4p 




30 NIX1203DYN 




$150.00 NM 



26 09/25/12 
In 27 


09/28/12 M-F4-5p 4~5p 


— WTF — 


:30 


5 $300.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 












09/24/12 09/30/12 --WTF-- 5 


$300.00 










Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Length Ad-ID 




Rate Type 


4 4 


W 09/26/12 


4:43 PM M-F 4-5p 


4-5 p 




30 NIX1204STE 




$300.00 NM 


2 4 


Th 09/27/12 


4:19 PM M-F 4-5p 


4-5p 




30 NIX1205STR 




$300.00 NM 


5 4 


Th 09/27/12 


4:49 PM M-F 4-5p 


4-5p 




30 NIXX205STR 




$300.00 NM 


3 4 


F 09/28/12 


4:11 PM M-F 4-5p 


4-5p 




30 NIX1206STA 




$300.00 NM 


1 4 


F 09/28/12 


4:49 PM M-F 4-5p 


4-5p 




30 NIX1206STA 




$300.00 NM 



27 09/25/12 
LN 28 


09/28/12 530-6p 530-6P 


--WTF-- 


:30 4 $450.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Soots/Week 
09/24/12 09/30/12 —WTF— 4 


Rate 
$450.00 








Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


Th 09/27/12 


5:39 PM 530-6p 


530-6P 


;30 NIX1205STR 




$450.00 NM 


2 4 


Th 09/27/12 


5:52 PM 530~6p 


530-6P 


;30 NIX1205STR 




$450.00 NM 


4 4 


F 09/28/12 


5:39 PM 530-6p 


530-6P 


;30 NIX1206STA 




$450.00 NM 


3 4 


F 09/28/12 


5:53 PM 530-6p 


530-6P 


:30 NIX1206STA 




$450.00 NM 



28 09/25/12 
LN29 


09/28/1 2 M-F 1 1 02p-1 1 32p M-F 1 1 02p-1 1 32p 


-TWTF-- 


-.30 4 $250.00 


NM 




Weeks: 


Start Date End Date MTWTFSS Spots/Week 


Rate 










09/24/12 09/30/12 -TWTF-- 4 


$250.00 








Spots: # Ch 


Dav Air Date 


Air Time Description 


Start/End Time 


Lenath Ad-ID 




Rate Type 


1 4 


W 09/26/12 


11:23 PMM-F 1102p-1132p 


M-F 1102p-1132p 


;30 NIX1205STR 




$250.00 NM 


3 4 


Th 09/27/12 


11:31 PMM-F 1102p-1132p 


M-F 1102p-1132p 


;30 NIX1205STR 




$250.00 NM 


4 4 


F 09/28/12 


11:14 PM M-F 1102p-1132p 


M-F 1102p-1132p 


;30 WIX1206STA 




$250.00 NM 


2 4 


F 09/28/12 


11:31 PMM-F 1102p~1132p 


M-F 1102p-1132p 


;30 NIX1206STA 




$250.00 NM 



We warrant that the aciua! broadcast information shown on this invoice was taken from the program log. LocalTV dees not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity This non-discrrminaiion provision is a condition of each advertising sales contract with this station, whether verbal or written. 
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Send Payment To: 
WDAF 

3600 Solutions Center 
Chicago, IL 60677-3006 



Invoice # 


Invoice Date 


Invoice Month 


Invoice Period 


577538-1 


09/30/12 


September 2012 


08/27/12- 09/30/12 



Advertiser 


Product 


Estimate Number 


Nixon, Jay/D/MO/Governor 


NIXON FOR GOVERNOR 





Spots/ 



Line Start Date 


End Date Description Start/End Time 


MTWTFSS 


Length Week Rate 


Type 






31 09/25/12 


09/28/12 M~F 630-7p 630-7p 


--WTF-- 


:30 2 $2,000.00 


NM 






LN 32 












Weeks: 


Start Date End Date mtwtfss Soots/Week 


Rate 












09/24/12 09/30/12 — WTF-- 2 


$2,000.00 










Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 




Rate 


Type 


1 4 


Th 09/27/1 2 6:48 PM M-F 630-7p 


630-7p 


:30 NIX1204STE 




$2,000.00 


NM 


2 4 


F 09/28/12 6:48 PM M-F 630-7p 


630-7p 


;30 NIX1203DYN 




$2,000.00 


NM 



33 09/27/12 


09/27/12 FOX Prime Thursday 8-9r.8p-9p 




:30 1 $2,800.00 


NM 


LN 34 








Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 








09/24/12 09/30/12 — j 1 


52,800.00 






Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-ID 


Rate Type 


1 4 


Th 09/27/1 2 8:25 PM FOX Prime Thursday 8-9p 


8p-9p 


;30 NIX1205STR 


$2,800.00 NM 



37 09/27/12 


09/28/12 M-F5-530a 5-530a 


TF-- 


:30 4 $200.00 NM 




In 31 










Weeks: 


Start Date End Date MTWTFSS Soots/Week 


Rate 








09/24/12 09/30/12 — -TF— 4 


$200.00 






Spots: # Ch 


Dav Air Date Air Time Description 


Start/End Time 


Lenqth Ad-iD 


Rate Type 


1 4 


Th 09/27/12 5:06 AM M-F 5-530a 


5-530a 


:30 NIX1205STR 


$200.00 NM 


3 4 


Th 09/27/12 5:21 AM M-F 5-530a 


5-530a 


;30 NIX1204STE 


$200.00 NM 


2 4 


F 09/28/1 2 5:07 AM M-F 5-530a 


5-530a 


;30 NIX1206STA 


$200.00 NM 


4 4 


F 09/28/1 2 5:23 AM M-F 5-530a 


5-530a 


:30 NIX1203DYN 


$200.00 NM 








Total Spots 


76 Gross Totai 


$37,655.00 


Payment Te 


rms 30 Days 














Aqencv Commission 


$5,648.25 








Net Amount Due 


$32,006.75 



We warrant that the actual broadcast information shown on this invoice was taken from the program log. LocalTV does not accept advertising contracts that impermissibly discriminate on the basis of race or 
ethnicity. This no n -discrimination provision is s condition of each advertising sales contract with this station, whether verbal or written. 



